STOCKTON  RURAL  DISTRICT  COUNCIL. 

Annual  Report  of  the  Sanitary  Inspector  for 
the  year  ended  51st  December, 1947, 

To  the  Chairman  and  Members  of  the 
Stockton  Rural  District  Council, 

Gentlemen, 

I  have  the  honour  to  present  my  report  for  the  year 
ended  31st  December, 1947, 

WATER  SUPPLY,  With  few  exceptions  water  is  supplied 
throughout  t'he  area  by  the  Tees  Valley  Water  Board  and 
the  Hartlepools  Gas  and  Water  Company,  and  these  supplies 
have  been  unrestricted  and  of  good  quality.  The  water 
supplies  at  both  Dalton  Piercy  and  Elwick,  which  are 
derived  from  pumps,  were  most  unsatisfactory  and  on 
occasions  both  supplies  were  polluted  and  had  to  be  dealt 
with  accordingly.  It  is  hoped  in  the  near  future  to  have 
a  mains  supply  to  both  these  villages, 

DRAIN  &  SEWER S .  Generally  these  have  been  satisfactory 
through out  t he  district.  In  the  parish  of  Preston  a 
length  of  trunk  sewer  was  broken  by  earth  subsidence, but 
fortunately  we  were  able  to  have  the  sewer  repaired  within 
a  reasonably  short  time  before  any  flooding  took  place. 

New  lengths  of  sev/er  were  constructed  in  the  parishes 
of  Hart,  Longnewton  and  Elwick,  necessary  to  take  in  the 
drainage  from  the  new  housing  estates. 

SEWAGE  DISPOSAL  WORKS.  The  Sewage  Disposal  Works  at  Carlton, 
Stillington  and  Newton  Bewley  have  w orked  satisfactorily, 
and  whilst  schemes  have  been  submitted  to  the  Ministry 
of  Health  for  new  Sewage  Works  at  Greatham,  Longnewton, 
Elwick,  Thorpe  Thewles,  Whitton  and  Hart,  the  necessary 
authority  for  proceeding  with  the  work  has  not  yet  been 
received.  The  position  in  soma  of  these  villages  Is  now 
very  serious  as,  in  the  case  of  Elwick,  new  Council  houses 
have  been  constructed  and  are  occupied.  In  the  parish 
of  Hart  twelve  Council  houses  are  nearing  completion,  an  d 
this  village  has  neither  sewers  nor  disposal  works. 

PUBLIC  CLEANSING.  In  this  area  the  collection  of  refuse 
Is  carried  out  by  the  Council’s  own  employees  in  all  the 
parishes,  excepting  part  of  Greatham  and  Carlton,  which  is 
done  by  private  contractors.  The  lack  of  spare  parts 
when  the  vehicle  breaks  down  has,  at  times,  caused  great 
difficulty,  and  a  new  vehicle  which  has  noxv  been  on  order  for 
the  best  part  of  two  years  has  not  yet  been  delivered. 

There  seems  to  me  something  radically  wrong  when  public 
health  can  be  so  endangered  because  of  a  new  wagon  being 
unobtainable. 

CAMP  SITES. 


Number  of  sites  which  were  used  for  camping  purposes 

during  1947,....,.,  1, 

Number  of  sites  in  respect  of  which  licences  have 
been  issued  by  the  Local  Authority  under  Section 


269  of  the  Public  Health  Act,  1936 .  5. 

Estimated  number  of  campers  resident  in  the  area 

during  summer  season....... . .  25. 
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ERADICATION  OP  BED  BUIS 


V 


Number  of  Council  houses  infested . Nil. 

Number  of  other  houses  infested.... .  4. 

Number  of  other  houses  disinfested...... .  4. 


BUILDING. 

During  the  year  80  permanent  houses  have  been  built  by 
the  Local  Authority  -  32  at  Greatham,  6  at  Egglesclif f e, 

2  at  Redmarshall,  38  at  Preston  on  Tees,  and  2  at  Elwick. 

A  further  54  houses  were  under  construction. 

Private  builders  have  completed  36  houses  during  the  year. 

Adaptations  and  repairs  have  been  carried  out  to  the  huts 
on  the  various  military  camps,  and  120  of  these  huts 
are  now  in  occupation. 


I  am,  Gentlemen, 

Your  obedient  servant, 

(Sgd)  G.W.T. Brown. 

Sanitary  Inspector  and  Surveyor, 
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